NATURAL 

ST.  JOHN'S  CHURCH,  Portsmouth,  New  Hampshire. 
Built  1807.  Famed  for  many  historical  relics  includ- 
ing the  Bell  which  was  captured  from  the  French  in 
1745  at  Cape  Britain  Isle.  The  Bell  was  recast  after 
the  1806  fire,  by  Paul  Revere.  The  Church  houses  the  from  kodachrome 
Brattel  Organ  (1713),  the  oldest  in  America. 
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